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NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc . 

- X 
ENGINEER - IN - CHIEF (RWS & S ) 


SRI J. CHANDU ,AEE , O / DEE ,RWS & S GRID SD ,MULUGU ,WARANGAL (U ) CIRCLE - APPOINTED 

THROUGH TSPSC IN ZONE - V , DURING THE YEAR 2016 - RESIGNATION - ACCEPTED . 


Ref : - 1) A . P. State & Sub - Ordinate Service Rules, 1996 ( Telangana Adaptation , 2016 ). 

2 ) G .O .Ms.No. 219 , PR & RD (Estt. III ) Dept. ,Dt. 11. 06 .2008. ( Telangana Adaptation , 2016 ). 
3 ) Representations , Dt. 19 .03. 2018 , 18 .04 .2018 & 07 .07 .2018 , of Sri . J. Chandu , AEE , 

Olo DEE , RWS & S Grid SD , Mulugu . 


Proceeding No . SO -II (V ) /RWS & S / 19318 /2018 .- Through the reference cited , Sri J . Chandu , Assistant 
Executive Engineer, Olo Deputy Executive Engineer, RWS & S Grid Sub -Division , Mulugu , Warangal ( U ) Circle , 
has submitted his Resignation as he intends to join as Assistant Engineer in TSGENCO , for taking necessary 
action . 


In view of the circumstances explained in the reference cited , and after careful examination , the resignation 
submitted by Sri J. Chandu , Assistant Executive Engineer, O /o Deputy Executive Engineer, RWS & S Grid 
Sub - Division ,Mulugu ,Warangal (U ) Circle, to the Post of Assistant Executive Engineer is hereby accepted under 
Rule 30 (a ) ( iii ) and 30 (c ) of A .P . State & Sub -Ordinate Service Rules, 1996 ( Telangana Adaptation , 2016 ), with 
effect from the Date of Relief. 


Hyderabad , 
09 .07 . 2018 . 


B . SURENDER REDDY, 
Engineer - in - Chief, (RWS & S ) 

Hyderabad . 
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